INVESTIGATION

PLATE

PHOTOGRAPHS,    (I,   2,   4)   BY   COURTESY   OF   SCOTLAND   YARD,   PHOTOGRAPHS   AND   NOTES,    (3,   5,   6)   BY COURTESY OF G.   F.   GURRIH,  F.R.M.S.

BURGLARS' TOOLS AND  METHODS OF DETECTING CRIMINALS

1.  Plant and burglars' tools used in burning out the lock of a safe with

oxyacetylene gas

2.  See description under picture

3.  By  means  of specially  prepared  transmitted  light  photographs,   it  is

possible to ascertain whether an envelope has been illicitly opened
and reseated. In the accompanying illustration will be seen white
patches inside the outline of the envelope flaps. These patches
indicate that the surface beneath the top flap has been disturbed after
sealing

4.  Photographs  showing  the   identical   coincidence of  marks  transferred

from the breech shield of a revolver to the back of a cartridge case
fired by that revolver

5.  Detection of a forgery. A natural size photograph of the letters "h" and

"a" from a disputed signature, with an enlarged photograph of the
same letters showing imperfections pointing to a freehand forgery

6.  The  two   illustrations   on   the   right   are   instances  of  the   letter   "d"

(enlarged) taken from specimens of an authentic handwriting. The
two illustrations on the left are instances of the same letter (similarly
enlarged) taken from a forgery of the same handwriting. In
attempting to reproduce the characteristic finishing stroke of the
"d,'f the copyist overlooked the less obvious characteristic of the
direction of connecting strokes (see arrow)
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